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The Javanese temple of the standard type may be divided
into three parts as follows

(1)  Basement;

(2)  Main Body ( referred to sometimes as Body )

(3)  Roof.

The basement, as well as the main body of the temple,
consists, like the classic entablature, of three distinct parts
which we may designate as the base, wall (the central vertical
part), and cornice ( corresponding to Greek architrave, frieze
and cornice ). The base and the cornice have also the same
essential features in the basement and in the main body of
the temple.

I.    Basement.   The base consists of a flat plinth supporting
a bell-shaped ogee- and a roll-moulding, though occasionally
one or more string-courses ( fillets or mouldings ) are added
to give the whole thing a complex character.

The cornice, consisting of one or more projecting string-
courses or mouldings, is enriched with ante-fix ornaments
which serve to distinguish the different parts and emphasise
the corners. Just below the cornice is a frieze-band usually
enriched with ornaments.

THe walls of the basement are usually divided into panels
( sometimes sunken) by pilasters, and often richly ornamented
with figure-sculpture, scroll-work etc.

II.    Main Body.   The main body of the temple is usually
square ( sometimes   rectangular ) on plan   with   a   porch or
vestibule in front and   projections  on all  other sides.    The
vestibule   leads to   the only  entrance of  the temple   which
has no other opening.

The walls on three other sides are divided into panels
as in the case of the basement, though sometimes there is a
projecting niche in the centre of each. As already stated,
the walls stand on a base and support a cornice both of
which have the same features as those of the basement. The
walls of the main body of the temple are, of course, naturally